PUBLIC SERVICE ELECTRIC АМО GAS-COMPANY 
/ Ривис SERVICE TERMINAL, 80 PARK Рі АСЕ, Newark, N.J; 


! OFFICE HOURS: 8 А. М. ТО 5 Р. М. 
SERVICE САН. |) SATURDAYS 8 А.М. ТО 12 М. . Fig. 33-/ 


4 
MITCHELL 2-4 Ө fa EMPLOYEES AUTHORIZED TO ENTER CUSTOMERS’ PREMISES OR TO RECEIVE 
7 MONEY FOR THIS COMPANY WEAR BADGES OR CARRY IDENTIFICATION CARDS. 


Р) әс, ЖАС АА 
Му СЕРЕД 


ГА 
45 СА, рсе) 
/ ZA „Р ЖАСАСА) 7 
4 24, o 2 
BILLS ARE PAYABLE UPON PRESENTATION. THIS BILL MAY ВЕ PAID AT ANY DISTRICT OFFICE. 


IF YOU NEE 


SERVICE PERIOD 


РРА 
Й 


CLASS ОЕ МЕТЕВ READINGS. . |нимрвЕОСО,ЕТ.| пата ои AMOUNT 
SERVICE PRESENT | PREVIOUS | KILOWATT HRS. SIDE 


ес 2472,0 ЛАА E е СЕРЕ 


MERCHANDISE UNPAID SERVICE 8,19 RENDERED 
oo e eee | SERVICE BILL 4 Е 
GAS y RENDERED S7 F 


4 PRCHANDISE 
ELECTRIC “$ и me Iois 


ө 
ОНЕУ е 2 TOTAL — i 
СХ) е 
ELECTRIC МЕТЕВ WATTS EXCESS $ 9 0 2 
CONSTANT LT ; LIGHTING etaa МЕТЕ а, 


GAS RATES 


RSG—RESIDENTIAL SERVICE 


$1.00 MINIMUM INCLUDING THE FIRST 400 ar FT. EER MENEH 
11¢ PER HUNDRED CU.FT. FOR THE NEXT 1,000 
9 64 “ “ “« “ “ “ 3.600 
Elgg“ « 5.000 
Бе 45 “4 ІМ ЕХСЕ55 OF 10,000 


MONTHLY MINIMUM CHARGE: 


THE MONTHLY MINIMUM CHARGE SHALL IN NO CASE BE 
LESS THAN $1.00 PLUS AN ADDITIONAL CHARGE OF $1.00 PER 
METER FOR ANY METER INSTALLED FOR THE CONVENIENCE OF 
THE CUSTOMER. 


GSG—GENERAL SERVICE 

$1.00 MINIMUM INCLUDING THE FIRST 400 CU.FT. PER MONTH 
11 £ i HUNDRED CU.FT. FOR THE NEXT 1,000 
“ “ “ “ “ 48 (600 
50,000 
“ 150,000 
“ 250,000 
“ IN EXCESS ОҒ 500,000 


MONTHLY MINIMUM CHARGE: 


THE MONTHLY MINIMUM: CHARGE SHALL IN NO CASE BE 
LESS THAN $1.00 PLUS АМ ÄÀDDITIONAL CHARGE OF $1.00 PER 
METER FOR ANY МЕТЕВ INSTALLED FOR THE CONVENIENCE 
OF THE CUSTOMER. 


“ “ “ “ 


“ 


HSG—BUILDING HEATING AND 
COOLING SÉRE., 
6% PER HUNDRED CUBIC Х 
MINIMUM CHARGE: 00000 

TKE MINIMUM CHARGE" жылы. ВЕ %50%0 FOR FALH NNUAL 


PERIOD. 
OTH ERJAS бмтіб: 222% 
WHOLESALE” GAS SERVIČE® О 


гар, 


е 
FEET. е ө ө 
000000 


WSG — 


ELECTRIC RATES 
RS—RESIDENTIAL SERVICE 


$1.00 MINIMUM INCLUDING THE FIRST - 
56 PER KWH FOR THE NEXT 


44 3 s « ‹ “ 


11 кин РЕВ MONTH 
“ 


« « 


ІН ЕХСЕ55 ОҒ 


MONTHLY MINIMUM CHARGE: 

$1.00 FOR LIGHTING, PLUS $2.50 FOR EACH ELECTRIC RANGE, 
PLUS 50¢ PER HORSEPOWER OF THE FULL TOTAL RATED 
CAPACITY OF ALL MOTORS HAVING AN INDIVIDUAL RATED 
CAPACITY GREATER THAN ONE (1) HORSEPOWER, AND/OR 
HEATING AND OTHER DEVICES, EXCEPTING ELECTRIC RANGES, 
HAVING AN INDIVIDUAL RATED CAPACITY GREATER THAN 
FIFTEEN HUNDRED (1,500) WATTS. 


“ 
“ 


С5--СЕМЕНДІ. SERVICE 


$1.00 MINIMUM INCLUDING THE FIRST |” 11 KWH Е MONTH 
РЕК KWH ҒОК ТНЕ NEXT 9890 
“ “ “ “ 9,000 
10,000 
20,000 


« “ “ “ 


ІМ ЕХСЕ55 ОҒ 


MONTHLY MINIMUM CHARGE: 


$1.00 FOR LIGHTING PLUS 50¢ PER HORSEPOWER OR 
FRACTION THEREOF OF CONNECTED POWER LOAD. 


“ 


OTHER ELECTRIC RATES 
COMMERCIAL LIGHTING AND 
POWER SERVICE 

RETAIL POWER SERVICE 
WHOLESALE POWER SERVICE 
WATER HEATING SERVICE 
REFRIGERATION SERVICE 


RARE SCHEDULES 


аш. єни OFSRATES SETTING FORTH ALL PROVISIONS, INCLUDING TERMS AND CON- 
DITIONS OF SERVICE, ито 55 аА ОРОМ REQUEST АТ АМҮ DISTRICT OFFICE ОЕ THE COMPANY. 


TEMPORARY DISCOŅFINU ANCE OF SERVICE 
“ТЕ RESIDENTIAL CUSTOMERS SRE TEMPORARILY TO DISCONTINUE THE USE OF ELECTRIC 
AND/OR GAS SERVICE РӨО%%9 СОМТІМӘОФ5 РЕВ OF ONE MONTH OR MORE, NO MINIMUM 
CHARGE WILL BE MADE FOR SUCH PERIOD, PROVIDED THE COMPANY IS NOTIFIED IN ADVANCE ОҒ 
THE DATES DURING WHICH THE DISCONTINUANCE IS TO BE EFFECTIVE. 


WHEN BILL IS FOR OTHER THAN THE REGULAR MONTHLY PERIOD THE RATES ARE AD- 


JUSTED ACCORDINGLY. 


INSTRUCTIONS AS TO HOW TO READ EITHER THE ELECTRIC OR GAS METER WILL GLADLY BE 
GIVEN UPON APPLICATION TO THE DISTRICT ОЕЕІС̧Е, 


